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Glossary 


This section lists, by alphanumeric order, the acronyms, abbreviations, and 
initializations used in this guide. 


ACD 

Automatic Call Distribution 
ADO 

Asynchronous Data Option 
ATA 

Analog Terminal Adapter 
CCOS 

Controlled Class of Service 
CPND 

Calling Party Name Display 
DCE 

Data Communications Equipment 
DLC 

Digital Line Card 
DN 

Directory Number 
DSIC 


Digital Set Interface Chip 
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DTE 


EIA 


FCC 


IDF 


ISDLC 


LCD 


LED 


MDF 


MPDA 


MCA 


PCM 


TN 


Glossary 


Data Terminal Equipment 


Electronic Industries Association 


Federal Communications Commission 


Intermediate Distribution Frame 


Integrated Services Digital Line Card 


Liquid Crystal Display 


Light Emitting Diode (lamp) 


Main Distribution Frame 


Meridian Programmable Data Adapter 





Meridian Communications Adapter 


Pulse Code Modulation 


Terminal Number 


553-3001-108 Standard 7.00 October 1997 


